From: TD-JonPaul [jp@hayti.org] 

Sent: 9/15/2017 11:06:55 AM 

To: Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYD!BOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 

CC: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Deny 401 Water Quality Permit for the ACP 


Gon. Cooper. 

Please deny the 401 Water Quality Permit for the ACP. 

Peace and Love, 

JonPaul 

Johnathan Paul McClellan (JonPaul) 

919-260-1507 
Technical Director 
Hayti Heritage Center 
804 Old Fayetteville Street 
Durham, NC 27701 



